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INFO OCT-01 ISO-OO PER-01 A-01 SY-05 CIAE-00 INR-07 
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FM AMCONSUL LOURENCO MARQUES 
TO SECSTATE WASHDC 3874 
INFO AMEMBASSY PRETORIA 
USIA WASHDC 

CONFIDENTIAL LOURENCO MARQUES 00998 

.O. 01652: GDSD 
TAGS:HFINS, JPER, ASEC 

SUBJECT: POLICE QUESTION FSL AMONE SINGA AGAIN 
REF: LOURENCO MACQUES 991 

1. SINGA AGAIN APPROACHED BY SAME PJ AGENT WHO WAS PARKED IN 
UNMARKED CAR OUTSIDE CONGEN BUILDING AFTER WORK SEP 9. AGENT 
ANXIOUS TO KNOW WHO IN CHARGE OF OFFICE. SINGA REPLIED WITH 
SAME ANSWER AS FIRST INCOUNTER, BOTH CONGEN AND CONSUL LEFT 
AND HE "DOESN'T KNOW WHO IS IN CHARGE." AGENT ALSO REPEATED REQUEST 
FOR SINGA TO FURNISH LICENSE PLATE NUMBERS OF ALL VEHICLES 
BELONGING TO CONGEN AND PERSONNEL. 

2. 1 INSTRUCTED SINGA TO SAY, IF QUERIED AGAIN ABOUT WHO IS 
OLPN CHARGE, "CONGEN LEFT, TAND WE ARE WAITING FOR SOMEONE 
TO COME, INFORMATION ABOUT LICENSE PLATES AVAILABLE AT PUBLIC WORKS 
MINISTRY WHERE EVERY LICENSE PLATE REGISTERED. BESIDES, NOT ALL 
EMPLOYEES DRIVE TO WORK. 

3. THERE ARE INDICATIONS OTHER CONGEN EMPLOYEES HAVE BEEN 
ASKED TO "COOPERATE" WITH PEOPLE INTERESTED IN FINDING OUT 
INFORMATION ABOUT CONGEN PERSONNEL AND OPERATIONS. SINGA IS THE 
ONLY ONE SO FAR TO REPORT SUCH CONTACTS. IT IS LIKELY PRESSURE 
MAY INCREASE, ESPECIALLY ON OUR FOUR BLACK MOZAMBICAN FSL'S. 
JACOBSEN 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 LOUREN 00998 122103Z 

NOTE BY OCT:SY CHANNEL CAPTION REMOVED PER SY 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LOUREN00998 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 

Enclosure: DG ALTERED 
Executive Order: GS 
Errors: N/A 

Film Number: D750317-0147 
From: LOURENCO MARQUES 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750962/aaaacczh.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 LOURENCO MARQUES 991 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 AUG 2003 by BoyleJA>; APPROVED <15 DEC 2003 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: POLICE QUESTION FSL AMONE SINGA AGAIN 
TAGS: PINS, APER, ASEC, (SINGA, AMONE) 

To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



